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Fans: Electric 


CONDENSER FAN IDENTIFICATION 


|| 


et 


Air - Chief Slimline 


< 565—> 


IS 


Davies Craig: DCXASP Davies Craig: DC31 


Note: Illustration is for reference only Note: Illustration is for reference only 


Spal Slimline Tripac Slimline 


CONDENSER FAN FITMENT 
Upstream Fitment (pusher) Downstream Fitment (puller) 
RADIATOR ELECTRIC 


FAN `A E 


RADIATOR 
CONDENSER 
ENGINE CONDENSER | ENGINE/CONDENSER 
ELECTRIC FAN 
CONDENSER 
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Fans: Electric 


CONDENSER FAN SPECIFICATIONS 


Part No. Маке Model Volts Nominal Diameter Depth LPS Upstream- Other Information 

Blade - Overall Downstream 

12 volt 
FA-10132  AIR-CHIEF 8PSH12 12V 190mm 205 mm 75 mm REVERSIBLE ** H/DUTY MOTOR 
FA-10140 AIR-CHIEF 9PSH12 12V 225 mm 260 mm 80 mm 315 REVERSIBLE ** H/DUTY MOTOR 
FA-10154  AIR-CHIEF STD 12V 250mm 295 mm 65 mm REVERSIBLE ** 
FA-10164  AIR-CHIEF 10PSH12 12V 260mm 286 mm 75 mm 405 REVERSIBLE ** H/DUTY MOTOR 
FA-10183  AIR-CHIEF 11PSH12 12V 280mm 310mm 75 mm 405 REVERSIBLE ** H/DUTY MOTOR 
FA-10192  AIR-CHIEF 12PSH12 12V 300mm 332mm 80 тт 501 REVERSIBLE ** H/DUTY MOTOR 
FA-10196 AIR-CHIEF 14PSH12 12V 350mm 373 mm 90 mm 609 REVERSIBLE ** H/DUTY MOTOR 
FA-10207 AIR-CHIEF 16PSH12 12V 400mm 420mm 90mm 750 REVERSIBLE ** H/DUTY MOTOR 
FA-10211  AIR-CHIEF 16HDTY12 12V 400 mm 420mm 100 mm REVERSIBLE ** HIGH PERFORMANCE 
ҒА-10307 COOLTEMP FA0002 12V 255 mm 283 mm 66 mm 338 REVERSIBLE ** 
ҒА-10400 COOLTEMP ҒА0023 12У 285 mm 315 mm 64 mm 338 REVERSIBLE ** 
FA-10426 DAVIES CRAIG DCSL08 12V 190 mm 210 mm 52 mm 190 REVERSIBLE ** USE FA-10132 
FA-10432 DAVIES CRAIG рС5109 12V 230 тт 249 mm 64 mm 213 REVERSIBLE ** USE ҒА-10140 
FA-10442 DAVIES CRAIG DCSL10 12V 250 тт 286 mm 64 mm 340 REVERSIBLE ** USE FA-10307 
FA-10452 DAVIES CRAIG DCSL12 12V 305 mm 310 mm 77 mm 451 REVERSIBLE ** USE FA-10400 
FA-10462 DAVIES CRAIG DCSL14 12V 320mm 332 тт 77 mm 532 REVERSIBLE ** USE ҒА-10470 
FA-10470 COOLTEMP ҒА0070 12V 335 mm 360 mm 90 тт 560 REVERSIBLE ** 
FA-10625 SPAL 12V 225 mm 247 mm 52 тт 295 DOWNSTREAM LONG LIFE MOTOR 
FA-10626 SPAL 12V 225 тт 247 mm 52 тт 295 UPSTREAM LONG LIFE MOTOR 
FA-10650 SPAL 12V 255 mm 285 mm 52 тт 305 DOWNSTREAM LONG LIFE MOTOR 
ҒА-10651 SPAL 12V 255 тт 285 тт 52 тт 305 UPSTREAM LONG LIFE MOTOR 
FA-10680 SPAL 12V 280 mm 310 mm 52 mm 380 DOWNSTREAM LONG LIFE MOTOR 
FA-10681 SPAL 12V 280 mm 310 mm 52 тт 380 UPSTREAM LONG LIFE MOTOR 
FA-10730 SPAL 12V 330mm 360 mm 52 mm 485 DOWNSTREAM LONG LIFE MOTOR 
ҒА-10731 SPAL 12V 330 mm 360 mm 52 mm 485 UPSTREAM LONG LIFE MOTOR 
ҒА-10785 SPAL 12V 385 mm 414 mm 63 mm 755 DOWNSTREAM LONG LIFE MOTOR 
FA-10786 SPAL 12V 385 mm 414 mm 63 mm 755 UPSTREAM LONG LIFE MOTOR 
FA-10484 TRIPAC "DCSL16" 12V 380 mm 424 mm 112 mm 1000 REVERSIBLE ** 
FA-10892 ТКІРАС 12V 335 mm 360 mm 90 тт 675 REVERSIBLE ** 
24 volt 

FA-13108 . AIR-CHIEF 8PSH24 24V 190mm 205 mm 75 mm REVERSIBLE ** H/DUTY MOTOR 
FA-13120 AIR-CHIEF 9PSH24 24V 225 mm 260mm 80 mm 315 REVERSIBLE ** H/DUTY MOTOR 
FA-13132  AIR-CHIEF 10PSH24 24V 250 тт 286 mm 75 mm 405 REVERSIBLE ** H/DUTY MOTOR 
FA-13145  AIR-CHIEF 11PSH24 24V 278 mm 310 mm 75 mm 405 REVERSIBLE ** H/DUTY MOTOR 
FA-13168 AIR-CHIEF 12PSH24 24V 300mm 337 mm 75 mm 501 REVERSIBLE ** H/DUTY MOTOR 
FA-13184  AIR-CHIEF 14PSH24 24V 350mm 373 mm 90 mm 609 REVERSIBLE ** H/DUTY MOTOR 
FA-13200 AIR-CHIEF 16PSH24 24V 400 mm 416 mm 90 mm 800 REVERSIBLE ** H/DUTY MOTOR 
ҒА-134044  COOLTEMP | FA0006 24V 255 тт 283 mm 66 mm 338 REVERSIBLE ** 
FA-13416  COOLTEMP 24V 285 mm 315 mm 66 mm 338 REVERSIBLE ** 
ҒА-13424 COOLTEMP 24V 335 mm 360 mm 90 тт 560 REVERSIBLE ** 
FA-13466 DAVIES CRAIG DCSL08 24V 190 mm 210 mm 52 тт 190 REVERSIBLE ** 7mm shaft, use FA-13108 
FA-13514 DAVIES CRAIG рС5109 24V 230 тт 249 mm 64 mm 213 REVERSIBLE ** use ҒА-13120 
FA-13534 DAVIES CRAIG DCSL10 24V 244 mm 286 mm 64 mm 340 UPSTREAM use FA-13404 
FA-13554 DAVIES CRAIG DCSL12 24V 300mm 304 mm 77 mm 451 REVERSIBLE ** use FA-13416 
FA-13574 DAVIES CRAIG DCSL14 24V 320mm 332 тт 77 mm 532 UPSTREAM 
ҒА-14225 SPAL 24V 225 mm 247 mm 52 mm 295 DOWNSTREAM LONG LIFE MOTOR 
ҒА-14226 SPAL 24V 225 mm 247 mm 52 тт 295 UPSTREAM LONG LIFE MOTOR 
ҒА-14250 SPAL 24V 255 mm 285 mm 52 mm 361 DOWNSTREAM LONG LIFE MOTOR 
ҒА-14251 SPAL 24V 255 mm 285 mm 52 mm 361 UPSTREAM LONG LIFE MOTOR 
ҒА-14280 SPAL 24V 280mm 310mm 52 тт 430 DOWNSTREAM LONG LIFE MOTOR 
FA-14281 SPAL 24V 280mm 310mm 52mm 430 UPSTREAM LONG LIFE MOTOR 
FA-14330 SPAL 24V 330mm 360mm 52mm 591 DOWNSTREAM LONG LIFE MOTOR 
ҒА-14331 SPAL 24V 330 mm 360 mm 52 тт 591 UPSTREAM LONG LIFE MOTOR 
ҒА-14385 SPAL 24V 385 mm 414 mm 63 mm 766 DOWNSTREAM LONG LIFE MOTOR 
FA-14386 SPAL 24V 385 mm 414 mm 63 mm 766 UPSTREAM LONG LIFE MOTOR 
FA-13624 TRIPAC "DCSL16" 24V 400 mm 424 тт 112 mm 1000 UPSTREAM 


MOST REVERSIBLE FANS ARE SUPPLIED FOR UPSTREAM INSTALLATION (SEE ILLUSTRATION OF UPSTREAM AND 
DOWNSTREAM INSTALLATION ON PREVIOUS PAGE), BUT MAY BE REVERSED WHERE DOWNSTREAM INSTALLATION 
IS REQUIRED. 


NOTES: 
1. MEASUREMENTS ARE NOMINAL AND MAY VARY SLIGHTLY 
2. CAPACITIES QUOTED ARE IN LITRES PER SECOND, AND HAVE BEEN TAKEN FROM FIGURES QUOTED BY THE 
RELEVANT MANUFACTURER. ALL ARE CALCULATED AT ZERO STATIC PRESSURE, HOWEVER OTHER VARIABLES 
SUCH AS VOLTAGE AND RPM MAY NOT BE CONSTANT, AND THE FIGURES SHOULD THEREFORE BE USED AS A 
GUIDE ONLY. DIRECT COMPARISON BETWEEN BRANDS IS NOT RECOMMENDED. 
3. SOME DROP IN PERFORMANCE IS NORMAL FOR DOWNSTREAM FITMENT WITH SOME FANS. 


** 
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Fans: Electric 


CONDENSER FAN BLADES: ROOFTOP 


TYPICAL 5-SPOKE TYPICAL HUB AND 


PRESSED HUB AND BLADE RIVETED BLADE 
CONDENSER FAN CONDENSER FAN 
PART Мо. OUTSIDE BORE No. OF ROT'N BLADE TYPE APPLICATION OE PART No. 
DIA. DIA. SPOKES MAKE MODEL 
FAS-17420 250 mm 8 mm 4 CW HUB AND BLADE AIR CHIEF 17420 
FAS-17450 250 mm 8 mm 4 CW НОВ AND BLADE KYSOR KA300. KC90, KC100, KC110 265600 
AMC ROOFTOP CONDENSERS 
FAS-17490 170 mm 8 mm 5 CCW PRESSED BLADE MARK IV SUPERFLEET 30401 
FAS-17585 200 mm 8 mm 4 CW НОВ AND BLADE RED DOT R9720 5-7123-0; 73R8080 
FAS-17596 255 mm 8 mm 4 CW НОВ AND BLADE RED DOT R6100 5-7297-0; 73R8100 
FAS-17600 255 mm 8 mm 4 CW НОВ AND BLADE RED DOT R6000, R9727 4-3508-0; 73R8110 
ROTATION 


THE ROTATION OF AN ELECTRIC FAN BLADE IS DETERMINED BY VIEWING THE FRONT OF THE BLADE 
WHEN IT IS FITTED TO THE FAN MOTOR (NOT THE MOTOR SIDE OF THE BLADE). 


ELECTRIC CONDENSER FAN BLADES 


FAS-18075, ҒА-18085 FAS-18139 ҒА5-18140 FAS-18144 FAS-18145 


Lo О FAS-18142 > О 
о @ о r 


| ҒА5-18143 ҒА5-18162 
4 ҒА5-18154 
Q FAS-18168 


PART No. TYPE MAKE No. OF MATERIAL OUTSIDE BORE ROTATION APPLICATION 
SPOKES DIAMETER DIA. AND NOTES 
FAS-18075 ELECTRIC FAN BACO 10 PLASTIC 250 mm 8 mm CW FA-10164 
FAS-18085 ELECTRIC FAN BACO 10 PLASTIC 300 mm 8mm CW FA-10192 
FAS-18139 ELECTRIC ҒАМ DCSL9 6 PLASTIC 230 mm 7mm CW FA-10432, FA-13514 
FAS-18140 ELECTRIC FAN DCSL10 6 PLASTIC 250 mm 7mm CW FA-10442, FA-13534 
FAS-18142 ELECTRIC ҒАМ DCSL12 5 PLASTIC 305 mm 8mm CCW FA-10452, FA-15554 
FAS-18143 ELECTRIC ҒАМ DCSL14 5 PLASTIC 350 mm 8mm CCW FA-10462, FA-13574 
FAS-18144 ELECTRIC ҒАМ DCSL16 8 PLASTIC 385 mm 8mm CCW FA-10484, FA-13624 
FAS-18145 ELECTRIC ҒАМ DCXA 6 PLASTIC 255 mm 7mm CW 
FAS-18154 ELECTRIC FAN DC12 5 PLASTIC 292 mm 8mm CCW SLOTTED SHAFT 
FAS-18162 ELECTRIC ҒАМ DCC31 4 PLASTIC 310 mm 8mm CCW FA-13464 
FAS-18168 ELECTRIC ҒАМ DC7P 5 PLASTIC 320 mm 8mm CCW GRUB SCREW SHAFT 
ROTATION 


THE ROTATION OF AN ELECTRIC FAN BLADE IS DETERMINED BY VIEWING THE FRONT OF THE BLADE 
WHEN IT IS FITTED TO THE FAN MOTOR (NOT THE MOTOR SIDE OF THE BLADE). 
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Fans: Spare Parts and Accessories 


ELECTRIC FAN SPARES 


FAS-18468 (AIR-CHIEF) 
FAS-18475 (D-CRAIG) 
SET OF FOUR FAN MOUNTS 


RELAY 


FUSE 


i 


CONTROLLER 
C 
PROBE 
FAS-18500 FAS-18534 
THERMATIC FAN CONTROL KIT ELECTRONIC THERMATIC FAN CONTROL KIT 
INCLUDES WIRING TERMINALS AND MOUNTING HARDWARE PROBE CAN BE POSITIONED BETWEEN RADIATOR FINS. 


INCLUDES WIRING TERMINALS AND MOUNTING HARDWARE 


FAS-18820 FAS-18845 
SET OF FOUR FAN MOUNTING TIES SET OF FOUR FAN MOUNTING BOLTS 


FAS-18850 12 volt 
FAS-18854 24 volt 
UNIVERSAL RELAY AND LOOM 


PART No. ITEM APPLICATION MAKE ADDITIONAL INFORMATION 

FAS-18468 BRACKET FAN MOUNTING АІК-СНІЕР SET OF FOUR 

FAS-18475 BRACKET FAN MOUNTING DAVIES CRAIG SET OF FOUR 

FAS-18500 CONTROL THERMATIC FAN UNIVERSAL DC0401 (INSTALLS ІМ RADIATOR HOSE) 

FAS-18534 CONTROL THERMATIC FAN ELECTRONIC PROBE CAN BE POSITIONED BETWEEN RADIATOR FINS 
FAS-18820 MOUNTING TIE KIT, FAN SET OF FOUR 

FAS-18845 BOLT KIT UNIVERSAL SUITS MOST CONDENSER FANS 

FAS-18850 RELAY & LOOM UNIVERSAL 12V SUITS MOST CONDENSER FANS 

FAS-18854 RELAY & LOOM UNIVERSAL 24V SUITS MOST CONDENSER FANS 
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Engine Fans 


HEAVY DUTY UNIVERSAL ENGINE FANS 


\ 
FAH-4200016 FAH-57110 TYPICAL STEEL HEAVY DUTY 


TYPICAL PLASTIC HEAVY DUTY PLASTIC HEAVY DUTY REPLACEMENT ENGINE FAN. 
REPLACEMENT ENGINE FAN. REPLACEMENT ENGINE FAN. 
PART No. TYPE BLADE OUTSIDE BORE HOLE PITCH SPOKES OTHER 
TYPE DIAMETER DIA. CENTRES 


FAH-4200016 PLASTIC NORMAL 14.0" 360 mm 16 mm SLOTTED 35 deg 
FAH-57110 PLASTIC CLIPPED 17.0" 430 mm 16 mm SLOTTED 35 deg 
FAH-652000 STEEL NORMAL 15.0" 385 mm 16 mm SLOTTED 35 deg 
FAH-671000 STEEL NORMAL 17.0" 435 mm 16 mm SLOTTED 25 deg 
FAH-672000 STEEL NORMAL 17.0" 435 mm 16 mm SLOTTED 35 deg 
FAH-682000 STEEL NORMAL 18.0" 465 mm 16 mm SLOTTED 35 deg 


SPECIAL NOTE: 


THE HEAVY DUTY ENGINE FANS LISTED ARE DESIGNED FOR PETROL DRIVEN PASSENGER AND 
LIGHT COMMERCIAL VEHICLES ONLY. THEY ARE NOT DESIGNED FOR, AND SHOULD NOT BE USED 
IN, ANY OTHER APPLICATION. 


THEY ARE NOT RECOMMENDED FOR USE ON DIESEL ENGINES. 
MEASUREMENTS ARE NOMINAL AND MAY VARY SLIGHTLY 


CLIPPED BLADE 


O> O> O> O> о O> 


ENGINE FAN SPACERS 


PART No. DESCRIPTION DIMENSIONS NOTES 


inches mm 
SP-60280 FAN SPACER WITH PILOT 1/4" 6.3 тт 
SP-60380 FAN SPACER WITH PILOT 3/8" 9.5 mm 
SP-60680 FAN SPACER WITH PILOT 3/4" 19.0 mm 
SP-61000 FAN SPACER WITH PILOT 1" 25.4 mm 
Condenser Fans: OEM Replacement 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
CIELO FAC-22383 
LANOS 1997 - ON FAC-22694 


FAC-22383 


FAC-22694 
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Condenser Fans: OEM Replacement 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
CHARADE G100 FAC-23452 

CHARADE G130 FAC-23461 

FAC-23452 FAC-23461 

VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
FALCON AU FAC-32400 TWIN FAN ASSEMBLY 

FESTIVA WA FAC-33191 

FESTIVA WB, WF 1994 - ON FAC-33223 

LASER KC - KE 1986 - 1992 FAC-33485 

LASER KF -KH EFI 1991 - 1994 FAC-33524 

LASER KJ FAC-33526 

LASER KN 1999 - ON FAC-33533 

TELSTAR AR CARB 1983 - 1986 FAC-34152 

TELSTAR AS, AX 1988 - 1992 FAC-34170 


TELSTAR AT, AV FAC-34173 


NS 2 
x 
< 

"^ os 
> £ 
SSS dl % 

Emre) 


FAC-33223 


FAC-33533 FAC-34152 


FAC-34170 FAC-34173 


TUA 


EX 


XX 
Ж 
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Condenser Fans: OEM Replacement 


GENERAL MOTORS 


VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 

APOLLO 1989 - 1992 FAC-37200Z 

BARINA SB FAC-37246 

COMMODORE VP V8 FAC-38170Z 

COMMODORE VR, VS (ALL) FAC-38170Z 

COMMODORE VT TO - 03/99 FAC-38174 REPLACEMENT 5 - BLADE FAN ONLY 
COMMODORE VT TO - 03/09 FAC-38175 REPLACEMENT MOTOR ONLY 
COMMODORE VT TO - 03/09 FAC-38176 REPLACEMENT DUAL SHROUD ONLY 
COMMODORE VT, VX 03/99 - ON FAC-38182 REPLACEMENT 4- BLADE FAN ONLY 
COMMODORE VT, VX 03/99 - ON FAC-38183 REPLACEMENT MOTOR ONLY 
COMMODORE VT, VX 03/99 - ON FAC-38184 REPLACEMENT DUAL SHROUD ONLY 
NOVA ШЕ 1.6 litre 1992 FAC-38400Z 

NOVA LG FAC-38404 

VECTRA 06/97 - ON FAC-40620 REPLACEMENT SHROUD ONLY 
VECTRA 06/97 - ON FAC-40621 REPLACEMENT FAN AND MOTOR 


=a 


FAC-37200Z ҒА 


О 


-37246 


ES EN 


FAC-38174 FAC-38175 


FAC-38182 FAC-38183 


ҒАС-384007. ҒАС-38404 ҒАС-40620 ҒАС-40621 © 
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Condenser Fans: OEM Replacement 


HONDA 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
ACCORD FAC-43132 
ACCORD FAC-43163 
ACCORD FAC-43184 
CIVIC FAC-44175 
CIVIC FAC-44185 
CIVIC FAC-45190 


FAC-43132 


FAC-45190 


FAC-44185 


HYUNDAI 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
ACCENT AUTO 06/00 - ON FAC-45240 
ACCENT MANUAL 06/00 - ON FAC-45242 
EXCEL 10/94 - 06/00 ҒАС-45335 
LANTRA 1992 FAC-45502 
LANTRA 1994 - 12/95 FAC-45503 
LANTRA 1996 - ON FAC-45510 
SONATA 1998 - 2002 FAC-45768 OE: 97730-38000 


ZS 


FAC-45502 


im m B 

UN 24 

a А e i 
( | 
=» у= До) 
» XI N 54 
“4% | 
| 7 __ ШЕ 
© б ial 
FAC-45503 FAC-45510 FAC-45768 
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Condenser Fans: OEM Replacement 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 


MENTOR 12/96 - 10/97 | FAC-55520 


FAC-55520 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
121 1994 - 1996 FAC-60212Z 
323 CARB 1986 - 1991 FAC-60270Z 
323 1990 - 1994 FAC-60273Z 
323 BJ 1600 & 1800 ONLY 1998 - ON FAC-60277Z BJ ASTINA AND BJ PROTEGE 
626 GC CARB 1988 - 1992 FAC-60360Z Кој 
626 1986 - 1990 FAC-60363Z d 


ЕАС-602772 
FAC-60363Z 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
W123 FAC-62518 11- BLADE, 310mm DIAMETER 
W124 FAC-62565 10 - BLADE, 305mm DIAMETER 
W124 FAC-62567 11 - BLADE, 405mm DIAMETER 


FAC-62518 FAC-62565 FAC-62567 
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Condenser Fans: OEM Replacement 


MITSUBISHI 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
LANCER 1992 - 1996 ҒАС-65821 
LANCER CE 05/96 - 2002  FAC-65832 
MAGNA TR-TS FAC-66195 
MAGNA TE, TF, TH, TJ FAC-66200 
MIRAGE CE 1992 FAC-66273 


© о о 


к 


ЕАС-65832 


Нн РАС-65821 


AS жу 


ҒАС-66195 ҒАС-66200 ҒАС-66273 
NISSAN 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
MAXIMA WITH TWIN FAN ASSY FAC-71214 
PULSAR N14, N15, NX FAC-72554 


FAC-71214 FAC-72554 
SUBARU 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
SOME FAC-80151 


FAC-80151 
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Condenser Fans: OEM Replacement 


VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
VITARA FAC-81063Z 


FAC-81063Z 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
CAMRY SV21 EFI 2.0 litre 1987 - 1992 FAC-85184 
COROLLA 1989 - 1992 FAC-86319 
COROLLA AE101, AE102 1994 - 1998 FAC-86325Z 
CORONA 1.6 LITRE FAC-86550 
STARLET FAC-87642 


FAC-86325Z 


% 
m 
m FAC-87642 


Bi FAC-86550 


Radiator Fans: OEM Replacement 


DAIHATSU 
VEHICLE MODEL / CODE YEAR PARTNo. OTHER / OEM REFERENCE 
CHARADE G100 1985 - 1990 ҒАН-23447 


FAR-23447 
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Radiator Fans: OEM Replacement 


VEHICLE MODEL / CODE 
FALCON EF, EL (BLADE ONLY) 
FALCON EF (MOTOR ONLY) 
FALCON EF (MOTOR ONLY) 
FALCON EL (MOTOR ONLY) 
FALCON EL (MOTOR ONLY) 
FALCON AU (BLADE ONLY) 
FALCON AU (MOTOR ONLY) 
FALCON AU (MOTOR ONLY) 
FESTIVA WA 
FESTIVA WB 
LASER KC - KE 
LASER KF-KH CARB 
LASER KN AUTOMATIC 
LASER KN MANUAL 
TELSTAR AR CARB 
TELSTAR AT, AV 
# 
ч 
FAR-32350 FAR-32352 


YEAR PART No. 
FAR-32350 
FAR-32352 
FAR-32355 
FAR-32359 
FAR-32361 
FAR-32397 
FAR-32403 
FAR-32405 
FAR-33198 
1988 - 1993 FAR-33227 
- 1992 FAR-33489 
- 1994 FAR-33527 
- ON FAR-33534 
- ON FAR-33536 
1983 - 1986 FAR-34158 
1986 - 1990 FAR-34163 
м b a" ` 
- = ө - 


ЕАК-32355 


ОТНЕК / ОЕМ КЕЕЕВЕМСЕ 


Replacement blade only 
Replacement motor only, 
Replacement motor only, 
Replacement motor only, 
Replacement motor only, 
Replacement blade only 
Replacement motor only, 
Replacement motor only, 


FAR-32397 


FAR-32403 


FAR-32405 


FAR-33198 


FAR-33227 


FAR-33489 


single speed 
dual speed 
Driver’s side 
Passenger's side 


Driver's side 
Passenger's side 


““--, 
| 


“аж” 


ELA 


~ 


ҒАК-32361 


ҒАК-33527 


ҒАК-33534 


ҒАК-33536 


ҒАК-34158 


ҒАК-34163 
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Radiator Fans: OEM Replacement 


VEHICLE MODEL / CODE 


COMMODORE VR, VS 
COMMODORE VR, VS 
COMMODORE VR, VS 
COMMODORE VT 
COMMODORE VT 
COMMODORE VT 
COMMODORE VT, VX 
COMMODORE VT, VX 
COMMODORE VT, VX 


NOVA EE ЕД6 нге 
VECTRA WITH OE AIR 
VECTRA 


Sa w 


FAR-38167 


et. 
Y 


FAR-38172 


GENERAL MOTORS 


YEAR PART No. 

FAR-38167 

FAR-38168 

FAR-38169 

TO - 03/99  FAR-38172 
ТО - 03/99  FAR-38173Z 
ТО - 03/99  FAR-38174Z 

03/99 - ON FAR-38179 

03/99 - ON FAR-38180 
03/99 - ON FAR-38181Z 
FAR-38401Z 

06/97 - ON FAR-40616 

06/97 - ON FAR-40618 


FAR-38168 


FAR-38173Z 


OTHER / OEM REFERENCE 


REPLACEMENT 
REPLACEMENT 
REPLACEMENT 
REPLACEMENT 
REPLACEMENT 
REPLACEMENT 
REPLACEMENT 
REPLACEMENT 
REPLACEMENT 


REPLACEMENT 
REPLACEMENT 


FAN BLADE ONLY 
FAN MOTOR ONLY 
FAN SHROUD ONLY 
7 - BLADE FAN ONLY 
FAN MOTOR ONLY 
DUAL SHROUD ONLY 
5- BLADE FAN ONLY 
FAN MOTOR ONLY 
DUAL SHROUD ONLY 


SHROUD ONLY 
FAN AND MOTOR ONLY 


Lë 


ЕАК-38169 


= 


FAR-38174Z 


FAR-38180 


FAR-38181Z 


FAR-38401Z 


FAR-40616 


FAR-40618 
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VEHICLE 


ACCORD 
ACCORD 


VEHICLE 


EXCEL 


VEHICLE 


323 
323 
323 
323 


FAR-44187 


Radiator Fans: OEM Replacement 


MODEL / CODE 


MODEL / CODE 


MODEL / CODE 


CARB 


AUTOMATIC 
MANUAL 


HONDA 


PART No. 


FAR-43156 
FAR-43167 
FAR-43188 
FAR-44177 
FAR-44187 
FAR-45195 


HYUNDAI 
YEAR PART No. 
1992 FAR-45339 


YEAR PART No. 
1986 - 1991 FAR-60270Z 
1990 - 1995 FAR-60287Z 
1998 - ON FAR-60292Z 
1998 - ON FAR-60294Z 


FAR-60270Z 


FAR-60287Z 


FAR-45339 


11 
FAR-60292Z 


OTHER / OEM REFERENCE 


OTHER / OEM REFERENCE 


OTHER / ОЕМ REFERENCE 


FAR-60294Z 


© 
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Highgate Automotive Air Conditioning Catalogue FANS 
Radiator Fans: OEM Replacement 


MAZDA: 626 


VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
626 GC CARB 1983 - 1986 FAR-60362Z 
626 1986 - 1990 FAR-60418Z 


FAR-60362Z FAR-60418Z 
SUBARU 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
J12 FAR-80158 
FAR-80158 
SUZUKI 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
SWIFT SOME FAR-81848 
SWIFT SOME FAR-81908 
FAR-81848 FAR-81908 
TOYOTA 
VEHICLE MODEL / CODE YEAR PART No. OTHER / OEM REFERENCE 
CAMRY SV20, SV21, SV22 FAR-85183 
COROLLA AE92R FAR-86327 
TERCEL 1995 - 1997 FAR-89407 
FAR-85183 FAR-86327 FAR-89407 


